Long Island and tiny Goose Island, a lovely £ 
place for a quiet row. Long Island, the £ 
longest on the lake, is about four miles from ® 
Lake George Village, while Goose Island is < 
one of the smallest — it lies to the west of its ^ 
large neighbor. 
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